ST.    MICHAELS    CHURCH,    CHARLESTON,    S.    C.  SO 


This  is  one  of  the  historic  churches  of  America. 
S.  E.  corner  Meeting  and  Broad  Streets.  Cor- 
nerstone laid  in  175  2.  The  bells  and  clock 
brought  from  England  in  1764  and  the  organ  in 
1768. 


17466N 


w — ^ 

PLAC€ 
STAMP 

"^1  1^ 


